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X. sess., H.R. 72. Introd. by Mr. Rosecranz. 'Washington, 1861. 

62. — — A bill for a public building for a marine hospital at Gallipolls, Ohio. 

48. Cong., 1. sess., H.R. 4227, Jan. 29, 1884. Washington, 1884. 

63. A bill to provide for the completion of the marine hospital at Memphis, 

Tenn. 48. Cong., 1* sess., H.R* 4912, Feb. 11, 1384. Introd. by Mr. Young. 
Washington, 1884. 

64. A bill for the maintenance and support of the Marine-Hospital Service. 

48. Cong., 1. seas., 3. 982, Jan. 9, 1884. Washington, 1884. 

65. — — A bill to construct, maintain, and support a floating ward or hospital In con- 

nection with the United States Marine-Hospital at New Orleans. 48. Cong., 
1. sess., H.R. 2211, Jan. 7, 1884. Washington, 1884. 

66. — — A bill to promote economy and efficiency in the Marine-Hospital Service. 

n.p. , nd* 

67. United States. Treasury Department. 

Regulations Mo. 68, for the proper collection aru return of the hospital 
fund, and the application thereof for the relief of sick and disabled 
seamen. Washington, 1861. 
— — Revised regulations for the collection, return, and disbursement of the 

Marine-Hospital Fund, and the application thereof for relief of sick and 
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Madrid, 1898, XXI, 297-302. 

SVANSYILLS, INDIANA 
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H.IU 1321. In S. July 28, 1888. Rep. by Mr. Spooner, July 31, 1888. 
Washington, 1888. 

115. Carrlngton, F.M. 
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117. -™ A bill to establish a marine hospital at Florence, Alabama. 53. Cong., 1 

H.&. 203. Sept. 6, 1893. Introd. by Mr. »heeler. Washington, 1893** 



FRANCE , 
118. Lesquendieu, E.-L.-J.-E. 

Considerations hygieniques et pathologlques sur Font&nexen* Bordeaux, 1888, 

GREAT BRITAIN 
119* Great Britain* Parliament. House of Commons* 

Mercantile marine hospital service bill. A bill for the organization of a 
mercantile marine hospital service and the medical examination of merchant 
seamen* 10 March, 1875. London, 1875.- 
120. Royal naval hospitals recently built and building. Brit. M,J. # Lond., 1900, 
I, 1415; II, 1507. 
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Greenwich 

121. Great Britain, Admiralty . Medical Department. Royal Hospital for Seamen, at 

Greenwich. 

Bye-laws, rules, orders, and directions for the better government of His 
Majesty 1 e Royal Hospital for Seamen, at Greenwich, made and confirmed at 
three general courts of the commissioners and governors of the said 
hospital, held at the admiralty office, on the 16th and 18th Dec*, 1775, 
and 16th of Feb., 1776. London, 1776. 

122. — — State of facts relative to Greenwich Hospital. London, 1779. 

123. — — Statement of the estimated Income and expenditure of Greenwich Hospital for 

the year 1865-6. London, 1885. 

124. Description abregee de l'Hopltal royal de la marine a Greenwich. Extraite 

de la, relation historlque, publiee par messieurs les chapelalns, et 
tradulte par Madame W. Charron. cn.p., n.d»< 
126. Seamen's Hospital Society, Greenwich, S.K. 

Annual reports of the committee of management to the governors and subscribers! 
50., 1879; 64., 1884; 65., 1885; 67.-69., 1887-9. London, 1838-90. 

HAMBURG 

126. Otto, s. 

Das Seemanns-Krankenhaus und Inst it ut fur Schlffe-und Tropenkrankhe i t en zu 
Hamburg. Arch. f. Schiffs- u. Tropen-Hyg. , Leipz, 1901, V, 239-244. 

HOLXHEAD* Sailors' Hospital 

127. Annual reports of the committee for the years 1678-9; 1879-80; 1881-2 to 1883-4. 

Holyhead, 1879-84.1 

JJVHRP00L 

128. Liverpool Sailors 1 Homes, Deepens ary and Nautical School. 

Annual report of the committee to the supporters and friends. 35., 1879. 
Liverpool, '1880.. 

LQUISVILLB 

129. Louisville. Louisville Marine Hospital. 

Annual reports of the trustees and superintendent to the general council of 
the city, for the years 1868; 1869. Louisville, 1869-70. 

130. Mcintosh, 3.P. 

Historical sketch of the United states Marine-Hospital Service at Louisville, 
Ay. Hep. Superv. Surg .-Gen. Mar. Hosp., ./ash. , 1896, 289. 

SAGASAJU 

131. Cheretashanski, A.B. 

Otcbot po Hagas&k^komu berugovomu lazaretu za 1894-5 gg. C Report of the 
NagatsaK£ shore hospital for 1894-5.3 Med. prlbav. k sorsk. sbomlku, 
St. Petersb., 1896, 223-242. 

132. Perves. 

Aslles pour les vieux marlns de commerce en Hollands. Arch, de rsecL. nav«, 
Par., 1897, LXYIII, 362-367. 

NIK0LAXBV 

133. Treiberg, I.I. 

Otchot o bolnlkh khirurgleheskavo otdlelenia H ikolayevskavo morskavo 

hospltalya za 1096 god. ^Report of the patients in the surgical ward of the 
Nlkolayev marine hospital for 1895.1 Med. prlbav. k morsk. sborniku, 
St. Petersb., 1897, HJ 63-66. 
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PORTSMOUTH, VIRGINIA 

134* United States. Congress. Senate. 

A bill making an appropriation for the improvement of the naval-hospital 

ports at Portsmouth, Virginia. 49. Cong., 2 seas. 3. 3246. Introd. 

by Mr. Mahone, Jan. 31, 1887. Rep. by Mr. Cameron, Feb. 2, 1887. 

Washington, 1887. 

QUEBEC 

135. Quebec, Province of 

Return to an address of the legislative assembly to his excellency the 
governor-general, relating to the Marine and Emigrant Hospital, Quebec. 
Printed by order of the legislative assembly. Toronto, 1851. 
136* Hopital de Marine, Quebec. 

Rapport annuel du secret a lre-tresorier pour l'annee 1865. Rap. Bureau d. 
lnsp. d'asiles, prisons etc*, Canada, Ottawa, 1866, V, app., 10. 
137* Marine and Emigrant Hospital, Quebec* 

Annual reports of the trustees for the years 1861; 1664. Rep. 3d. lnsp. 
asyl., prisons etc., Canada, Quebec, 1862, II, 90-95: 1865, V, 100. 
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medeclne et de la pharmacle mllitalres, after June, 1882. 

16. Confer encias dent lf leas del cuerpo de sanidad de la armada. Colleccidh de 

memories leldas en la mismas, que por acuerdo de la Junta superior 
facultative y economica del cuerpo, han sido declaradas dlgnas de 
menclon honoriflca. Publicata el "Boletln de medicine naval", v.l, 
1882-6. Sen Fernando. 

17. Deutsche militairarztliche Zeitschrlft. Hp»g. von R. Leuthold. v. 1-16, 1872- 

87. Berlin. 

18. Echo (L f ) du Val -de- Grace. Journal des medeclns mllitalres. Par Potier- 

Duplessy et al. Nos. 1-24; 2.S., Nos. 1-24, 1848-9. Paris. Want no.13, 
June, 1848; no. 19, Aug., 1848; no. 13, 2.S., Jan. 14, 1849. 

19. Feldarzt,(Der). H*sg. von B. Kraus. 1869-86. Ttten. 
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SO. Gaceta del hospital milltar. Admlnlstradors Juan de M. Roman, v.l, 1885-6. 
Guadalajara (Mexico) 

21* Qaceta (La) de sanidad mllitar, perlodico clentlflco y oficlal del euerpo de 
sanldad del ejerclto espanol. v. 1-11, 1875-65. Madrid. 

22. Gazeta dos hospltaes milltarea. Red. : A.H. da Cunha 3ellem r et air v.1-7, 

1877-33. Llsboa. 

23. Giornale dl mediclna milltare. v. 23-32, 1875-84. Soma. 

24. Giornale dl mediclna allltare del eorpo sanltario dell 1 anaata italiana. 

Dire t tore* Cottar Arella. v.10-22, 1862-74. Torino, 1862-6; 
Plrenze, 1867-74. 

25* Giornale medico del ro. eeerclto e dolla ra. marina, v .33-34, 1885-6. 
fioaa. A 

26. Jahrbuch fur lUlltar-Aerzte. Von A. Loeff . v. 3-5, 7, 13-21, 1867-86. Wlen. 

27. Jahresbaricht tiber die Lelstungen und Fortschritte auf dea Gebiete des Mllltar- 

Sanitatawesans. Von !?. Roth, v.1-11, 1873-85. Berlin, 1874-86. 

28. Jahresberieht liber die Lelstungen in der Kriegsheilkunde in den Jahron 1860-65. 

Redlgirt von Scherer, Vlrchow und Klsenmann. Tnirzburg, 1861-6. 

29. Journal de metiecine, de chirurgie, e- de pharmacle militaires. Recii'ge, sous 

la surveillance de HSU les inapecteurs generaux du service de sante, par 
Biron et Poumier. v. 1-2, March, 1815-16. 2v. Paris, C.-L.-P. Pan- 
ckoucke. 

30. Journal de me&ecine militaire. Public' par ordre du roi. Pait et redige' par 

M. Dehome. v. 1-7, 1782-8. Paris. 

31. Journal (A) of the Practice of Medicine, Surgery, and Pharmacy, in the military 

hospitals of Prance. Published by order of the king. Reviewed and 
digested by de Home, under the inspection of the Royal Society. 
Translated from the French by Joseph Browne. No.l, v.l. 120pp. 
New York, J. tt'Lean 4 Co. £1783 or 17907J 

32. Kriegerheil. Redlgirt von E. Qurlt. v.2-6, 1867-71; v. 12-22, 1877-87. Berlin. 

33. Meditsinsklja pribavlenija It aorskomu sborniku, lzdavaemlja pode nablioudenleme 

Plota Generale-Stabe-Doktora. Medical supplement to the Navy S*agazine, 
a monthly Journal issued by authority of the Surgeon-General of the 
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34. Memorial de sanidad del ejercito y armada. Red. ^. Alvare2. v. 1-2, 1868-60. 
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v.1-11, 1877-87. Utrecht. 

38. Preussische militararztliche Zeitung. Ersg. von P. Loffler und I*. Abel, v.1-3, 

1860-62. Berlin, A. Hirsclwald. 

39. Recueil de mefcoires de medecine, de chirurgie et de pharmacle militaires; 

falsant suite au journal qui paraissait sous le meme tltre. Redige* sous 
la surveillance du conseil de sante'. Par Biron et Fournier. v.3-61, 
July, 1817-45; 2.S., v.1-23, 1846-58; 3.s., v. 1-38, 1850-82. Paris. 

40. Recueil d f observations de medecine des hopitaux militaires. Pait et reliige par 

M. Richard de Hautesierck. v. 1-2, 1766-72. Paris. 

41. Revista de sanidad milltar espanola y extranjera. Editor responsable: Juan 

Alvarez y Alvarez, v. 1-4, 1864-7. Madrid. 
42 Revue sclentlfique et administrative des medecins des armees. V. Rozler, 
direct eur-gerant. v.1-10 (Annees 1-37), June, 1850-86. Paris. 

43. Sehfrcizerisehes Correspondenz-Blatt fur Uilitar-Sanitats- und Medizinal- -esen. 

v.1-4, 1855-8. Sarmenstorf, Keller 

44. Tldskrift 1 milltar Helsovard, utglfven af svenska liilltarlakare-Poreningen. 

Stockholm, 1876-86. 
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Naval nedleal schools of France and England, with observations on the naval 
hospitals of Toulon* Washington, 1876. ( / 
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9. — — Examination of surgeons on probation in the medical department of the 
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1. AasKow, U.B. 

Diarll nedlci naval la In expeditione Algerlensi conscriptl annus primus. 
Havniae, 1774. 

2. Atlas ejiatoBO-patologicheskich preparatov morsklch gospitalel. Atlas of 

anatomico-pathological preparations or the naval hospitals, published 
under the direction of the surgeon-general of the navy.' Pts» 1-3. 
St. Petersburg, 1873-5. 
3* Aubrey, T. 

The sea-surgeon, or the Guinea Man's vade aecum. In which is laid down 
the method of curing such diseases as usually happen abroad, especially 
on the coast of Guinea, with the best way of treating negroes, both in 
hoalth tH ftSikRcss. London, 1729. 

4. Austria. Kalserlich konigliche Krlegs-Harlne* 

Stat 1st is che Sanit&ts-3erichte fur die Jahre 1870-84. Ia Auftrage de3 
lulu Reich- Kriegs-Hlnisteriuas (Marine-Sektion.) $<ien, 1872-85. 

5. Balch, H.3. 

The soamen's medical guide; a treatise on various diseases, with directions 
for treatment; also containing a list of medicines, their uses, and the / 
mode of administering, designed for the wants of seamen, and others, L 
when a physician cannot be procured. Boston, 1851* 

6* Barnier 

Aide-memoire du medecln de la marine. Paris, 1385. 
7* Berchon, E. y 

Relation medlcale d f une campagne aux mora du sud. ^aris, 1858. 

8. Bernes-Lasserre 

Relation medicals de la campagne de la frigate la HS3EIDB (18C3-5). 
Paris, 1886. 

9. Bierchen, P. 

Korbi expeditionis elasslcae mdcclvi. Upsallae, 1757. Also in : 
Linnaeus* iaoenitates acad. -etc- Lugd. Bat., 1760, V, 1-17. 
10* Blane, a. 

Observations on the diseases incident to seamen. London, 1785. ^ 

11. — — The same. 2. ed. London, 1789. C_ 

12. — — The same. 3. ed. London, 1799. 

13. The same. Beobachtungen uber die &rankheiten der Seeleute. Aus dam 

Bnglischen. Marburg, 1788. 

14. a brief statement of the progressive improvement of the health of the 

royal navy, at the end of the eighteenth and beginning of the nineteenth 
century. London, 1830. 

15. Balnkert, A. 

Scheeps-geneesoeffening, of neaukeurlge aantekeningen an aanmerkingen, 
wegens de yoornaamste ziektens en quaalen, die op de Oost Indlsehe 
vaart, en in Indie voorkomen. Hier komt blj een beschrljving van de 
kraehten der geneesmiddelen, die ten meerendeele in de medicljnkisten 
der Oost Indische Maatschoppije gevonden worden. 2. druk. Amsterdam, 
1722. 

16. Bonneearrere. D« 

Considerations general es sur les differentes maladies qui, pendant 1809 
ont regn^ a bord des pontons espagnols en rade de Cadix. Paris, 1818. 

17. Brion, J.-B.-tf.-T. i 

delation medlcele de la campagne de la fregate a voiles l'Xphlgenle 
(voyage a la Xouvelle-Cal&onle, annees 1864-6) Montpellier, 1866. 
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18. Cabasse, A.-N. 

Notes sur una cnm p a g n e an Qabon, a bord da l'hbpital flottant, LA CCtfDE- 
LIBRE, on 1873 at 1874. Conmercy, 1876, 

19. Gato, P«D« 

Kurzer Begrlff von den vornehasten innerlichan Schiffakrankheiten auf 
elnara Chtnafahrer. Kopenhagen, ;.1774,r3 

20. Chastant, E. 

Btude medical e but l 1 Islands. Campagne de la fregat ©-mixta la P<iNi>0IiE 
(18o5) Montpellier, 1866. 

21. Cockburn, 8. 

Sea diseases, or a treatise of their nature, causes, and cure. 2. ad. 
London* 1706. 

22. The seme. 3,ed. London, 1736. 

23. Cook, 

The mariner's physician and surgeon; or, a guide to the homoeopathic 
treatment of those diseases to which seamen are liable, comprising the 
treatment of syphilitic diseases, etc. Hew York, 1848. 

24. Cornell, 3.U« 

The ship and shore physician and surgeon. Boston, 1858. 

25. Davis, ft. 

Cox's companion to the see medicine chest, and compendium of domestic 
medicine etc. 1 Am. from the 33. Load. ed. New York, 1851. 

26. DeGroot, *♦ 

Beknopte hand! elding voor zeevarenden, bij de meest voor komende in- en 
ultwendige ziekten; mit opgave van net gebruik der geneesmiddelen. 2 ed. 
Rotterdam, 1863. 

27. Belpeuch, A* 

motes et observations me'dlcales recuelllies dans le cours d'un voyage mari- 
time au nord de I'Burope. Kontpellier, 1868. 

28. Desperrieres, P. ^ 

Trelte' des maladies des gens de mer. Paris, 1767, ( 

29. Bwell, J. v — 

The planter's and mariner's medical companion, treating according to the 
most successful practice* 1. The diseases common to warm climates and on 
shipboard. II. Common cases in surgery, as fractures, dislocations, etc. 
III. The complaints peculiar to women and children. To which are 
subjoined a dispensatory. • .and a glossary giving an explanation of techni* 
cal terms. Philadelphia, 1807. 
30* The same. Baltimore, 1813. 

31. — — The same. To which are added a brief anatomy of the human body; an essay 

on hygiene. . .an American materia medica...also, a concise and impartial 
history of the capture of iiashlngton and the diseases which sprung from 
that most deplorable disaster. 3. ed. greatly improved. Philadelphia, 
1817. 

32. — — The same. 5. ed. Philadelphia, 1819. 

33. Paddy, W.Q. 

A companion to the ship's medicine chest; being a short treatise on the f 
diseases of seamen and other's in tropical climates. London, pu44 ^- 

34. Folmom, J. 

The mariner's medical guide; designed for the use of ships, families, and 
plantations, containing the symptoms and treatment of diseases; also, 
a list of medicines, their uses, and the mode of administering when a 
physician can not be procured. 3. ed. 3oston, 1864. 
36. Ponssagrlves, J.B. 

Hlstoire medlcale de la campagne de la fregate a vapeur I'Eldorado. 
(Station des coted occidentales d'Afrlque, annees, 1850-51) Paris, 
1852. 
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36. France. 

Instruction meaicale pour MM. les capitaines de navlres qui n'embarquent 
pas de chirurglen. Redlgee, par MM. Huet, I>everre et DuPray, membres 
de la commission meulcale, etc* Paris, 1686* 

37. Prledel, C. 

Die &rankhelten in der Marine* Geographisch und stftlstisch n&cfti den 
Reports on the Royal Navy, dargostellt. Berlin, IB 66. 

38. — The same. Bolieznl na flote* Geograficheskll i statlstlcheskii obzor. 

H Po Reports on the health of the Royal Navy n i British;} Pereveden 1 
lidano po rasporjajenlou Morskago Ulnisterstva. 3t. Petersburg, 1869. 

39. Prledraann, 3. 

Ueber Arzneikunde auf Krlegsschiffen, Akklimatisatlon In den Tropenlandern, 
nebst nosologlscher und therapeutischer Ueberslcht der vorzuglichsten 
Tropen-KrankheIten f Brlangen, 1050. 
40* Germany. Kaiserllch deutsche Marine. 

Statist lsohe Sanitatsberichte uber die kalserlich deutsche Marine von den 
Jahren 1874-5; 1876-6; 1879-80 bis 1881-2; 18C3-4 bis 1884-5. : Berlin, 
1875-85.:. 
41* Gillespie, L. 

Observations on the diseases which prevailed on board a part of H.M. \ Ji 
squadron, on the Leewerd Island station, between November, 1794, and v — * 
April, 1796. London, 1800. 

42. Girard, C. 

Relation mdciicale do la campagne de la fregate le d'Assas dans les mars 
da sud 9 pendant les armees 1863-4-5 et 6. (Considerations hygienlques. 
Montpellier, 1868.) Montpellier, 1868. 

43. Glauber, J.R. 

Trost der Seefahrenten; darlnnen gelehret und angewieen wlrt, wle sich 
die Seefahrende vor Hunger und Durst, wle auch solcben Kranckheiten so 
ihnen auff laugwiriger Reise begegnen mochten versorgen und be»ahren 
konnen. Amsterdam, 1357. 

44. Great Britain* Navy Medical Department. Havy. 

Return to an order of the House of Commons, dated 20. March, 1840, for 
statistical reports on the health cf the navy, Tor the years 1830-36. 
Part I. South American, '-est Indian and North American, Mediterranean, 
and Peninsular commands. London, 1840. 

45. — - The sane* LBlthout appendices J London, 1841. 

46. — w The same, (in continuation of Parliamentary paper No. 159 , 20. March, 

1840.) Part II. Gape of Good Hope and Hest Coast of Africa, and Bast 
India commands, home and various forces, together with the totals for 
seven years throughout the service. I London, 1841.J 

47. . The same. Health of the navy. Return to an order of the House of Commons, 

dated 17. May, 1849, for copies "of statistical reports on the health of 
the navy (in continuation of Parliamentary paper No. 53, sess. 1841)", 
for the years 1837-43. Part I. South American station, ^orth American 
and West Indian station, and Mediterranean station. London, 1849.J 

48. — The same. (*n continuation of Parliamentary paper No. 436, of sess. 1849) 

Part II» Sast Indian station. c London, 18533 

49^ The same. (In continuation of Parliamentary paper No. 555, of sess. 1853.) 

Part HI* North Coast of Spain station, Cape station, '^est Coast of 
Africa station, packet service, home station, ships employed variously. 
[London, 1854 « 

60 Baltic and Black Sea fleet. A copy of the medical and statistical returns 

of the Baltic and Black Sea fleets, during the years 1854 and 1855. 
[London, 1857.* 

61# Havy (health). Statistical reports of the health of the navy. 3y the 

director general to the lords commissioners of the admiralty. For the 
years 1856-84. London, 1857-85. 
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52. Grlsolle, F. 

Service chirurgical pendant le combat a bord des navlres de guerre actuelle- 
ment en service. Paris, 1881. 

53. Gulde-bood (The) to the government medicine chest, for merchant seamen; In 

accordance with the new scale of medicines with which merchant vessels are 
to be furnished, by command of the privy council. ..4. ed. London, .1852.; 

54. Ouyon 

Rapport a Monsieur de Pusy, prefet de Vaucluse, sur un voyage a Aries, en 
Provence, a l'effet de constater la nature de la maladlo de cette ville 
en octobre 1832. Avignon, 1832. 

55. Handbook for the ship's medicine chest. (.Treasury Department. Marine Hospital 

Service, Doc. No. 150.} Washington, 1881. 

56. HeEenway, 3. 

Medicine chests, with particular directions. Salem, ^lud. 

57. Henderson, fl. 

De vita marina, et de varietatibus et morels ejus in dlversis rsgionibus; 
necnon de effectlbus et conservatlone ejusdea. Bdlnburgl, 1784. 

58. Hoche, B*. 

Ueber Infect lonskrankhelten auf Sehiffen und lhre Verhutung. Berlin, 
1885. 

59. Hoeffer, J.F. 

De morbo ex navigatlone orlundo. Got tlngae,L 1309.? 

60. Holland. Koninklijke Nederlandsche Marine. 

Geneeskundlg Jaarverslag nopens den gezondheltstoestand, gedurende het 
jaar 1884, medegedeeld door J.D. Sachse. Utrecht, 1886. 

61. Huguet, P.-A.-A. 

Relation mdalcale d'une campagne dans les mers de Chine, Cochlnehlne et 
Japon a bord du transport e batteries la DRYADE du 5 decembre 1859 au 
Julllet 1062. Paris, 1865. 

62. Hunter, ft. 

An essay on the diseases Incident to Indian seamen, or Lascars, on long / 1 
voyages. Calcutta, 1804. v — ' 

63. Hutchinson, A.C. 

A letter respectfully addressed to the commissioners for transports, sick 
and wounded seamen, etc., on the subject of the operation, for popliteal 
aneurism. Illustrated by cases and the description of a new instrument. 
London, 1811. 

64. Italy. Hinlstero della marina. 

Relazlone sulle condizioni sanltarie del corpl della regla marina, durante 
gU annl 1873-82. Roma, 1877-83. 

65. Jacolot, A.-tf.-M. 

Relation metiicale de la campagne de la corvette l'ARTEMISE en Islands 
(1857). Apercu topographique, hygl^iique, et nosologlque sur cette 
he. Paris, 1861. 

66. James, C. 

Voyage scientifique a Naples avec H # Magendie en 1843. Paris, 1844. 

67. te'raudren, P.-F. v , — . 

M^aolre sur lee causes des maladies des marine, et sur les soins a prendre 
pour conserver leur sante dans les ports et I la mer. 2. eci. ^aris, 1824. 

68. Kouwenhurg, J- _ , 

Zeechlrurgi*, of mat roozent roost in zeer veel gebreken, den zeevarenden 
overkomende; en ook hoe dat den scheeps heelmeester tot hu.lp dezer qualen 
zig kan bedlenen, van enkele en t 1 zaaengestelde mlddelen, zoo uljt 
zljn medicljnklst als van s^heepsbehoeftens. Begrepen in drij deelen. 
Alles in vragen en antwoorden. . . Middelburg, 1726. 



-5- 

I 1 

69. Kouwenburg, J. 

Derde druk, med eenige veraeerdering en de medicijnkist van Batavia. 
Middelburg, 1733. 

70. Kulenkampff , D. 

Aerztlicher Rathgeber fur Seeleute. Leipzig, 1874. 

71. Landesdorf, M. 

Heilkunde fur Schiffsofflciere Bit Gebrauchsanweisung der :ledlcinkiste. 
2. Aufl. Hamburg, 1083. 
72* de Lassus, A. 

Notes racueillies pendant un voyage fait en France et an Algerle, au mols 
d'aout 1847. Paris, tl8473 

73. Leach, H. 

The ship captain's medical guide. 3. ed. London, 1869. 

74. — - The sane. 6. 3d. London, 3u874. 

75. Le Large, F.-H. 

4uelques mots d f hygiene et de aetlecine sur uno expedition au tfouta en 
Janvier et fevrier 1863. Paris, 1865. 

76. Leon, A.-A. 

2e l f hopital a bord des navires de l f etat. Ibntpellier. 1867. ( J 

77. Le Boy, S. ^ v ^ 

Relation me<ilcale du voyage de la PER SEVERANCE dans V ocean Pacifique de 
1856 a 1858. Paris, 1860. 

78. Le Hoy de Marl court, A. 

Histolre ae*dlcale de la campagne de la corvette a vapeur, I'ARCHiaiDB. 
(Station de l f ocean Indien, annees 1851-2) Paris, 1853. 

79. Lesson, R.-P. 

Sur 13 service de la pharaacie dans la marine. Discours pro-nonce* le 26 
Janvier 1842 a l f ouverture du concours pour la chairs de phara&cien- 
profeaseur vacante a Cherbourg. Rochefort, 1842. 

80. Llnd, J. 

An essay on the most effectual means of preserving the health of seamen in 
the royal navy. Containing cautions necessary for those who reside in 
or visit unhealthy situations; with directions proper for the security of 
all such as attend sick persons in fevers, and an appendix of observations 
on the treatment of diseases in hot climates. London, 1757. 

81. - — - The same. Containing directions proper for all those who undertake long 

voyages at sea or reside in unhealthy situations. V'lth cautions neces- 
sary for the preservation of such persons as attend the sick in fevers. 
2. ed. London, 1762. 

82. The same. Together with observations on the jail distemper and the proper 

methods of preventing and stopping its infection. A new edition. 
London, 1779. 

83. — The same, ^iddeln ter gezondheld op's konlngs schepen. Uit het Engelsch 

vertaald. Met aanmerkingen en eene verhandellng der voornaamste ziektons 
op de Oost-Indische schepen der Vereenigde Nederlanden vermeerderd door 
P. De Rind. CMiddelburg, 17602 

84. Lucas, J.-M.-F.-B. 

La frefeite a hellce la Victoire a Quaymas et a fezatlan (cdte occiden- 
tal du Mexique). Paris, 1868. 

85. M , Gregor, J. 

aedical sketches of the expedition to Egypt from India. London, 1804. 
8C Haisonneuve, jA.-A.-a C. 

Esse! sur les maladies qui attelgnent le plus frequerjaent l'homme de mer. f J 

Paris, 1855. 
87. Malespine, A. 

Le medeclno navale et le doctorat. Pr.ris, 1863. 
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8&. Manuel da l'lnfinnier Barine, ou instruction sur le service des infirmlers 
marl tines aupr&s des naiades, dans lea hdpitaux des porta, a bord des 
navires de la flotto et dans les postes de chlrurgie. Paris, 1857. 
89. ^arroln, A. 

Hiatoire medlcale de la flotte francalse tea la mer Noire pendant la 
guerre de Crimea. Paris, 1861 • 
90* Massone, G.B. 

Manuals d'lsi^ne e medlcina navale ad uso della marine mercantile ita- 

liana a speclalmente s«rda. (Opera premiata al coaaorao atmdtau Geneva. 
1856. 

91. Mauplou, L. / 

Halation medlcale de la eampagne du Curieux; mer des Indes et mer Rouge 
1861, 1862, 1863, 1864. kontpellier, 1864. 

92. Heljers, J. 

Handleldlng voor de verpleging van zieken aan boord zr. ms. schepen. 
Mleuwedlep, I860. 

93. de Monchy, S. 

An assay on the causes and cure of the usual diseases in voyages to the , ^ 

Wast Indies, together with the preservatives against them. In answer ( J 
to the questions proposed by the Society of Sciences In Holland: '.Yhat K 
are the causes of the usual diseases among seamen in voyages to the 
ftest Indies? and, that are the means of preventing and of curing thea? 
To which essay the prize was adjudged. Translated from the Dutch Philoso- 
phical transactions. London, 1762. 

94. Moulinle, «F. 

La me'decln de mer. Paris, 1841. 
96. Horthcote, W. 

The marine practice of physic and surgery, Including that in the hot 

countries; particularly useful to all who visit the Hast and >»est Indies, f J 
or the coast of Africa. To which Is added, Pharmacopoeia marina. And 
sane brief directions to be observed by the sea-surgeon In an engage- 
ment, etc. 2v. London, 1770. 

96. Parsons, 

Sailors 1 physician, containing; medical advice, for seamen and other /*j 
persons at sea, on the treatment of diseases, and on the preservation 
of health in sickly climates. 2. ed. Providence, 1824. 

97. — — The same. 3. ed. Boston, 1842. 

98. — — The same. Also In California. 4. ed. Boston, 1851. 

99. Poissonier JDesperrierec. 

Trait e des maladies des gens de mer. Paris, 1767. j J 

100. — * The Sana. 2. ad. 2 v. Paris, 1780. S 

101. Ponty, A m 

Relation nacllcala de la canpasne de 1' aviso k vapaur le Surcouf dans le 
golfe Perslque du 22 feVrler au 20 avrll 1864. 3uelques considerations 
sur le bouton d'Alep, ou ulcere d'Orlent. Jaontpellior, 18C7. 

102. Proust, J.-P.-A. 

Voyage en Oceania (1848 & 1852) Paris, 1858. 

103. Rebel, A.-P.-C. y 

Considerations sur plusleurs maladies graves qui ont saVi a bord du 
Monge pendant une campagne de cinq annees, 1859-64 ( en Chine, Cochinchina 
et Japan. Jtontpelller, 1885. 

104. Robertson, R* 

Observations on diseases incident to seamen, whether employed on, or /^~\ 

retired from, actual service-for accidents, infirmities, or old age. Q / 

New ad. 4 v. London, 1807. 

105. Eohlfs, G.H. 

Gsaeinfassllche Heilkunde und Gesundheltslehre fur 'chiffsoCficlere, 
nebst einar Anleituns zua Gebrauche dor "chiffaapotheken. Bevorwortet 
von Pr. Arthur Breuslng. 2. Aufl. Bremen, 1865. 
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105. Romaln, B. 

Souvenirs seVlicaux d'une ermine dan* la station navsle aes Antilles et 
du golfe du Mexlque. Montpellier, 1865. 
107. Rouppe, L. 

De morbis navigantium liber unus. Accedit obsorvatlc £• affectu extract! 
clcutae Storkiano In cancro. Lugd. Bat., 1764. 

106. Ruiz y Sanroman, B. 

Manual del pract leant e de sanidtKi de la armada; obra de suma utilidad 
para los de la marine mercante, hospitales, casus de salud y de seeorro, 
etc.;precedida de un prologo por llafael de Medina e Isasi. Madrid, 1881. 

109. Russia. Navy Medical Department 

Meditsinskija pribavlenija k morskomu sborniku, izdavaenija pode nab 1 lou- 
den leme Flota Qenerale-Tshtabe-Doktora. tMedical supplements to the 
"fossian naval archives", published under tiie supervision of the surgeon- 
general of the navy.1 1-19., 1861-79. St. Petersburg, 1861-79. 

110. -- — Otchete o sostojanil zdorovja ra flotle g. Plota Gencrale-T&htabe-Doktora. 

LKeports of the state of health of the navy, for the years] 1863-78. 
St. Petersburg, 1864-83. 

111. Sabatler, P.-H. 

Quelques considerations sur les maladies observees pendant une campagne 
dans las mers de Chine, 1859-63. Montpelller, 1864. 

112. Sankey, P.P. 

Familiar instructions In medicine and surgery, with observations on the 

means of maintaining the health of men on ship board, or when employed fj 
in unhealthy localities. Intended for the use of the merchant navy, ^ — ' 
commanders of yachts, travellers, and all persons »ho may be away from 
medical aid. London, 1846. 
113* Saunders, W.M. 

Hygienic, medical, and surgical hints for young officers of the royal and 
of the merchant navy. London, 1856. 
114. Schmidt, M. 

Aerztlicher Hatgeber ftir Schiffsfohrer. Hanburg u. Leipzig, 1885. 
116. Titsinch, A* 

Koonst-broederlijke lessen, of noodige aanmerklngen, wegens de koortszen 
op schepen van oorlog, tot nut der heelmeesteren geschreven. Amster- 
dam, 1742. 

116. Trotter, T. /] 

Medicina nautica; an essay on the diseases of seamen. 3v. London, 1797. C J 

H7. The same. 2. ed. 3 v. london, 1804. 

118* ~- The same. Medicina nautica; eln V er such uber die ^rankheiten der Seeleute; 

aus dern Knglischen ubersetzt von Dr. Bhrhard Werner und mit einer Vorrede 
von Dr. Kugeland. Rrstes flandchen. Brfurt, 1798. 

119. - — A practicable plan for manning the royal navy, and preserving our maritime 

ascendancy, without impressment; addressed to Admiral Lord Viscount 
Exmouth. Newcastle, 1819. 

120. United States. Navy Department. Medical Department. 

Medical essays, compiled from reports to the bureau of medicine and surgery »\ s _y 
by medical officers of the U.S. Navy, v.l. Washington, 1872. 

121. The same. 2. ed. Washington, 1873. 

122. Annual reports of the Surgeon-General of the Navy to the Secretary of the 

Navy for the fiscal years 1871-2; 1875-6 to ie78-9; 1863-4; 1885-6. 
Washington, 1872-86. 

123. - A roDort on the origin and therapeutic properties of condurango, by V«.S. 

I?uschenberger r M.D. hibllshed by order of the Navy Depart nent. v. 2. 
Washington, 1873. 

124U — — Sanitary and medical reports for 1873-4, by officers of the U.S. Navy. Pre- 
pared for publication, under the direction of the Burgeon-General of the 
Navy, by H.C. Nelson, Surg. U.S.N, v.3. 'waslilngton, 1875. 
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125. United States. Navy Department. Medical Department. 

Hygienic and medical reports by medical off leers of the U.S. Kavy. 
Prepared for publication, under the direction of the Surgeon-General 
of the Navy, by Joseph B. Parker, Surg. U.S. Navy. v,4. %shin£ton, 
1879* 

126. — — Sanitary and statistical reports of the Surgeon-General of the Kavy to the 

Secretary of the Navy for the years, 1879-81. v. £-7. 3v. ashington, 
1861-3. 

127. Vaillant, A.-L.-U. 

Notes mediee-chirurclcales recuelllies a l f Horltal de la marine de -Vera- 
cruz 1864-6. Paris, 18C5. 
126. Yerbrugge, J. 

De nieuac verbeterde cMrur^ljns scheeps-kict, eljndc tor. catalogue of 
lijste der medicament en, die ijder ehirurgijn naer Oost-of ^est- Indian 
gotteenlijk mede-voert. Als noch agter aan eenl^e siektcn op soodanige 
reisen veel voor-vullende, blj^evoeat. .Amsterdam, 1CS£. 

129. — — Chlrurkljn of heel-meesters reijs-boek, bestaande in II. deelen; I. Van 

aijn sheeps-medlcament of rel]s-kist; en van sijn sheers-kost of alinen- 
ten. II. Van de algemeene ^ebreeken, die op de schcepen en In de landen 
voorvallan. Items Van de crlsle, urine, en hare teijkenen. £ pts. in 
1. Middelburg,L n.d.i 

130. iaenaan, ^.H. 

i<orbi nautarum Indiae. Upsal, 1768. In: Linnaeus. Amoenltates a cad. 
etc Srlangae, 17C5, VIII, 26-2S. 
131* WagD3r, J.G. 

Obsorvationos clinlcae. I. Pe fefcre quadam acuta in tractu Cermaniae 
marl 3althlco viclno ac praes3Ptim Uibacae observata. II. De ads I rand is 
quibusdam scillae in pulvere exhititae vlrtutlbus. Uibecae, 1737. 
la : Haller. DIsp. ad morb.Letcj Lausannae, 1757, II, 166-206. 

132. Handel, R. 

Cliniee nautarum Iter ad oras Guineae at Proroontorlum Bonae -pel navls 
bellicae ab Ilolsatia dlctae, annls 1779 et 178C facientlum. Havniae, 
1785. 

133. Hells, T„S. 

The scale of medicines with which merchant vesaels are to be Tarnished by 
command of the privy council for trade; with observations on the means of 
preserving the health of seamen; directions for the use of the medicines, 
and for the treatment of various accidents and diseases. 2. ed. Seventh 
thousand. London, 1861. 

134. Wight, D.P. 

Seaman r s medical guide, containing the symptoms, causes, and treatment of / 
diseases, and directions In dislocations and fractures; *ith advice on ^ 
the preservation of health In hot climates. Boston, 1834. 

136. Hilenlus, F.D. 

SJukvarden vld l: sta Flnsks Sjd-Equlpaget under ?ebraari«*J 185C. . 

Helsingsfors, 1857. 

136. Zlermann, L. 

Medicinae nautlcae epitome. liercllni, 1818. 

137 ' ndreev N ^ 

* ttedltslnskil otchet o plavanll shchuni "Pcl^arnaja Svlezda 17 po In l am Ml MM 

beregu v kampanlou 1881 g. 1 cpisanla Hurmanskagc berera. E Medical sketch 
of the cruise of the POLAR STAR.j Med. pribav. k marsk. sborniku, St. 
Petersb. 18»« Juno, 1-C6, July, 1-26. 

138. Azevedo, C.P. dos S.X. ✓ 

Hlstoire mecilca-chirurglcale de l f escadre bresilienne dans les campayies 
de l f Uruguay et du Paraeuay (1864-9). Arch, de med. nav., Par., 1875, 
XXIII, 176-197. 
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139. Baldlnger, E.G. 

Litteratur fur Schifrsarzte. H« Mag. f. Aerzte, Leipz., 1795, XVII, 
509-524. 

140. Balfour, T.G. 

Comparative health of seamen and soldiers, as shown by the naval and mili- 
tary statistical reports. J. Statist. Soc. Lond., 1872, XXXV, 1-24. 
Also, Reprint. 

141. Bamfield, R.H. 

An account of the diseases on board his majesty f s ship BELLI QUEUX, Capt. 
Byng, of 64 guns and 491 men, during a voyage from China to Sngland, 
between the 10th of February and the 8th of August, 1811. Med. 4 
Fhys. J., Lond., 1812, XXVIII, 269-273. 

142. Barnier 

Aide-memoire du aedecin de la marine. Arch de med. nav., Par., 1885, . 
XLIV, 5; 81. 

143. Blane, 0. 

On the medical service of the fleet in the est Indies in the year 1782. 
In his: Select dissertations, Lond., 1822, 65, 2pl. 

144. Bo, A. 

Discorso pronunzlato dal...nell f aprire le sedute del conslglio di sanita 
■arittiaa. Glor. d.r. Accad. med.-chir. dl Torino, 1853, XVI, 465-480. 

145. Browne, J.M. 

An hour with Dr. Thomas Trotter, physician to the fleet. Proc. Naval M. 
Soc., Wash., 1882-4, I, 214-234. 

146. Burnett, ft* 

Extract from the nosological return of H.M. ship V0LAGE, between the 1st 
July , 1840, and the 30th September, 1840. Med. - Chi r. Re% Lond., 1841, 
XXXV, 593-596. 

147. Cabello, V. 

Memorla estadlstlca del movlmiento sanltarlo de la corbeta de hellce 
Harvaez, durante el ano de 1876, en las agues del Plata. Gac. de 
sanld. mil., Madrid, 1877, III, 441; 469. 

148. Calabrese, L. 

Sulla stato sanltario della r. corvetta CARACCIOLO durante la campagna dl 
cir cumnav lgaz ione degll anni 1881-82-83-84. Glor. med. d. r. eserelto, 
etc., Roma, 1886, XXXIII, 349-367. 

149. de Champeaux / 

Ext raits du rapport sur la campagne du Kerguelen. Arch, de med. nav., 
Par., 1886, XLV, 81-102. 

150. Coles, 8.C.1 

Note on the medical history of the troops on board ship from England to 
Bombay and Xurrachee, which arrived during the months of ember and 
December, 1857, and January and February, 1858. Tr. M # & Phys. Soc. 
Bombay (1859), 1860, n.s., V (app.), pp. XLIX-LIX. 

151. Dobrotvorskl, A. J. 

Sanitarnii I med.-topogr. obzor plavanija vintovago klipera STRIEL0X s 
12 sent Jab. 1880 g. po 14 ofctjab. 1882 g. -Sanitary and medico-topo- 
graphical report of the cruise of the steam clipper STRIELOX.j Med. 
prlbav. k morsk. sborniku, St. Petersb., 1883, Aug., 1-38; Sept., 1-44; 
Oct., 1-39; Nov., 1-30. 
162. IXirand, P. 

Relation medico- chlrurglcale de la campagne de 1854-6 du brick Due de 
Brabant . Arch* Beiges de med. mil., Brux., 1855, XV, 389-394. 

153 Dutroulau, — . ^ 

Etudes sur les maladies maritimes. Gaz. med. de Par., 1850, 3. s., V, 
607; 670; 772X 1851, 3.S., VI, T78; 534; 629; 668; 796. 

154 de Erostarbe, J . * 

Cartas medico-maritimas. Siglo med., Madrid, 1864, XI, 717; 733; 811: 
1865. XII. 125; 158; 284; 348; 445; 461; 572; 664; 8432 1866, XIII, 332; 
396- 539; 567; 570; 605; 621; 685; 701; 733; 7802 1867, XIV, 29. 
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155. Bvatt, G.J.H. 

Surgeons of the mercantile marine, and commissions in the royal naval 
reserve. Brit. M .J., Lond., 1884, II, 1164. 

156. Ferrarlo, G. 

Cenno storlco sulla partlcolare malattla partlcolare malattla febbrlle 
che si svlluppo nella gente a bordo del la Plro-fregata russa 11 Polkan, 
trovandosl nel Medlterraneo In gennalo 1857. Attl Accad. fis.-med.- 
statlst. dl Mllano, 1856-7, XII, 252-S57. 

157. Fflrth, S. 

Some account of the diseases that occurred on board the ship CHINA, 
during a voyage from Philadelphia to Batavla, until her return to the 
Delaware. Phlla. M. Museum, 1806, II, 121-140. 

158. Foltz, J.M. 

Medical statistics U.S. frigate POTOMAC during a three years' voyage. 
H. York J.M., 1843, I, 189-207. Also, in his: The endemic influence, 
etc., N.Y., 1843, 47-65. 

159. Forbes, J* 

Medical reports on the state of health in His Majesty's ship VENERABLE, 
in the years 1814 and 1815, employed In the Heat Indies. Med.-Chir. 
J. & Rev., Lond., 1818, V, 93-106. 

160. Qeoffroy 

Rapport medical but le voyage du crolaeur auxiliaire le Chateau-Xquem 
en Chine et au Tonquin. Arch, de med. nav., Par., 1886, XLV, 102-114. 

161. Godwin, C,H. 

Report on an outbreak of sickness among the crew of the war department 
ship STAHLEY, on her return from the Mediterranean In September, 1883. 
Army M» Dep. Rep. 1882, Lond., 1884, XXI?, 303-313. 

162. Golbek 

K voprosu o tieloslojenil. Physical qualities of sailors. Med. pribav. 
k. morsk. sborniku, St. Petersb., 1871, XII, 1-121. 

163. Gomez Mieto, G. 

Memorla sobre el vlage a* Qrecia, Turqufa europea y asiatica y al Archl- 
pielago fllipino de la corbeta DONA MARIA DE MOLINA. Bol. de med nav., 
San Fernando, 1879, II, 5; 21. 

164. Grierson, D. 

Report on the ships CLIFTON BELLE and DUDBR00K, which arrived at Kurrachee 
with soldiers' families in March, 1859. Tr. M. & Phys. Soc. Bombay 
(1860), 1861, n.s., Vl(app.), pp. L-LVIII. 

165. Guepratte, A. 

Kexieclne navale. J. d. conn, med.-chlr., Par., 1844-5, XII, pt.l, 236: 
pt. 2, 10; 61; 147: 1847-8, XV, pt.l, 126. 

166. Henderson, S. 

Practical remarks on the diseases which occurred on board of his majesty* s 
ship A3TRSA, on the Jamaica station, during the years 1787, 1788, 1789, and 
part of 1790. Med. & Phys. J., Lond., 1799, I, 137; 340. 

167 * On the mortality arising from naval operations. J. Statist. Soc Lond., 
1855. XVIII, 201-221. 

168. Horner, G.R.B. _ ^ 

On the diseases and injuries of seamen. Med. Exam., mia., 1853, n.a., 

IX, 543; 607; 688; 735. 

169. Uoss |^^; ke zle fcteoorzaken blj de Ion. Med. Marine en de micfclelen om ze te 

do en verminderen. Nederl. mil* geneeak. Arch., etc., Utrecht, 1886, 

X, 607-686. 

170. *° lpl 5 0bQr dle Blnrlchtung des Medlclnalwesens auf Schlffsflotten und nahment- 

llch auf der danlschen Flotte im J ahr 1789. Repert. f.d. off. u. 
gerlchtl. Arzneyw., Berl., 1793, III, 237-280. 
171 Krolevetski 

A ' Meditsinskil korabelnii zhurnal korveta VITYAZ v kampaniyu 1870-74 golov. 
16d« p MM Ru k. morsk. sborniku, St. Petersb., 1878, XVII, 174-229. 
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172. Kudrln 

Senltarnii 1 mediko-topographicheskii obzor plavanlya fregata SVAITLANA 
V f 1871, 1872 1 1873 gg. Ibid., 1-173. 

173. Lemle, J« 

Geneeskundlg rapport der verrlchtlngen van het eskader, deel ultmakende 
van de tveede axpeditie tegen het Rljk van At J eh. Geneesk. Arch. v. 
de Zeemacht, Nieuwediep, 1875, IV, 181; 285. 

174. LafeVre, A. 

Hlstolre du service de sante' de la marine et des ecoles de medecine navale 
etudiee plus partlcullerement au port de Rochef ort. Arch, de med. nav. , 
Par., 18*4, II, 2291 1865, III, 62; 256; 827: 1866, IV, 142; 328; 486. 

175. Le Boy de Merl court, A. & Bourel-Ronclere 

Naval (service de sante) Diet, encycl. d. sc. med., Far., 1876, 2.s., 
XI, 558-713. 

176. Llchtenstadt 

Ueber die nothwendlge Uogestaltung der Begriffe In den der Hellkunde 
verwandten Naturwissenachaften und In der Hellkunde selbst. Allg. med. 
Ann., Lelpe., 1828, 1-22. 

177. Iosev 

Korabelnii medltslnskll zhumal lmperatorskol yakhtl DERSHAVA y* kampanlyu 
1873 goda. Med prlbav. k morsk. sborniku, St. Fetersb., 1878, XVII, 
421-428. 

178. Maedonald, J.D. 

Medical preparation for action and the management of the sick and wounded 
on board ship. Tr. Internet. M . Cong., 7 sees., Land., 1881, II, 
662-570. 

179. Medltslnskll zhurnal bronenosnago fregata Sevastopol, v'kampanii 1872-3 godov. 

Med. prlbav. k marsk. sborniku, St. Fetersb., 1878, XVII, 378-410. 

180. Melclor y Sendln, C. 

Memorla sobre la campana verlflcada en el sur de America por la corbeta 
CONSUBLO, desde lo de dlclembre de 1877 a 29 de febrero de 1880. Bol. 
de med. nav., San Fernando, 1880, III, 253: 1881, IV, 5. 

181. Moursou, J. 

Considerations hygiehlques et e'tlologiques sur les maladies les plus 
frequent es a bord du vaisseau Bcole des canonniers (mai 1877- Juln 1878) 
Extr. Arch, de med. nav., Par., 1879, XXXII, 268-285, 1 pi. 

182. Hicolas, A. 

Du service medical dans les debarquements d v equipages de la flotte. Ibid. 
1865, IV, 35-51. 

183. la medecine navale. J. de therap., Far., 1883, X, 481-493. 

184- Oudenhoven, H.L. 

Eenlge opmerklngen, geput ult de gezondheidsleer, in hare toepasslng op de 
Inlandsche schepellngen aan boord der oorlogschepen. Geneesk. Arch, 
v. de Zeemacht, Nieuwediep, 1874, III, 217-223. 
186. Pellarln, C. 

Souvenirs de medecine navale. Gaz. med. de Far, 1867, 3.s., XXII, 101; 211. 

186. des Ferrleres 

Recherches but les causes des maladies des gens de mer. Hist. Soc. roy. 
de mer. Hist. Soc. roy. de med. 1786, Far., 1790, VIII, pt. 2, 105-113. 

187. Philipovich 

Maditslnskii otchet na plavanlya parokhodal Chlkhachev. Med. pribav. k. 
morsk. sborniku, St. Fetersb., 1878, XVII, 230-307. 

188. Fopoff, I. 

Otchet terapevtlcheskago otdielenlia Nlkolaevskago Morskago Gospltalia. 
♦ Report of medical section of Naval Hospital at Nikolavskl.^ Ibid., 1870, 
EC, 228-257. 

189. Regleaent de l , admlnis trat ion mddlcale de la Marine lmperiale Ottomane. Gaz. 

m ed. d' Orient, Constantinople, 1873-4, XVII, 47-51. 
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190. Relative health of the army and navy. Brit. & Par. Rev.. L 0 nd., 1843. 

XV, 1-19 

191. Key, H. 

Analyse critique du traits des maladies des gens de mer par GonzaleX. 
Arch, de me<l. nav. t Par., 1871, XV, 165-204. 

192. ten Rhyne, V* 

Descriptio moral nostrl marltimi. In his: Diss, de arthritide, etc. 
londinl, 1683, 207-217. 

193. Robertson, A. 

Report of diseases on board the BBLLlROPHON, convict ship, for the quarter 
ending 31st June, 1817. Bdinb. M. 4 S.J., 1818, XIV, 186-190. 

194. Rohlfs, K. 

Ueber das Schlffsmediclnalwesen der deutschen Handelczarine. Uonatsbl. 
r. Bed. Statist, u. off. Osndhtspf lg. , Berl., 1868, 29; 37. 

195. Roquete, A.P. 

Relator io de viagem da corveta a vapor E3TSPHMIA nos mazes de Junto a 
setembro de I860. Qaz. med. de Llsb., 1862, X, 46; 92; 146; 281. 

196. — — Relatorlo do servico medico a bordo da escuna Barao de Lazarlia durante os 

annos de 1861 a 1864. J. Soe. d. sc. med. de Liab., 1865, 2 »., 
XXIX, 15; 65; 113; 164; 251; 286; 379; 467: 1866, 2.B., XXX, 74. 

197. de Sa Correia, R. 

Excerpt os d f um relator io medico sobre as viagens da corveta a vapor 
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Die Krankhelten in der ferine. Geographlsch und Statistisch nach den 
Reports on the health of the Royal Mavy, dargestellt von... Berlin, 

1866. _ 

4. Bolalznl na flotal. Geographlcheskil i statist lcheskll obsor. "Reports 

on the health of the Royal Havy" .British.-; Perevedeno i Izdano po 
rasporyazhenlyu Horakago Ministers tva. .Diseases in the navy; a geographi- 
cal and statistical review. Transl. and published by the order of the 
navy department."; St. Petersburg, 1869. 

5. Great Britain. Havy. t . s~\ 

Regulations and instructions relating to his majesty's service at sea. ( J 

13. ed. London, 1790. 

Instructions for the conduct of ships of war, explanatory of, and relative 

to, the sisals contained in the signal-book herewith delivered, 1796. 

[London, 1796^ „ ± t , _ OJM 

7. The navy list, corrected to Sept. 20, 1866. By authority. London, 1866. 

8^ The same. To Dec. 20, 1867. London, 1867. 

9. The same. Jan., 1874. London, 1874. 

10 * ^JSt JfZ^XZZ'*—.. date, -arch 2 0 1840. Tor atatl.- 
tlcal reports on the health of the navy, for the years 1830-36. Part I, 
South American, «est Indian and North American, Mediterranean and 
Peninsular commands. L London, 1840.i 

11 The same. Lffithout appendices. ^London, 184l.a 

Ci* The same. (Inbontinuation of Parliamentary paper No. 159, March 24, 1840). 

Part II. Cape of Good Hope and Sest Coast of Africa, and liast India 
commands, home and various forces, together with the totals for seven 
years throughout the service. I London, 1841. 
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13. Great Britain. Navy Medical Department. (Continued) 

Health of the navy. Return to an order of the House of Commons, dated 
May 17, 1849, for copies "of statistical reports on the health of the 
navy (in continuation of Parliamentary paper No. 53, sess. 1841)" for 
the years 1837-43. Part I. South American station, North American and 
•test Indian station, and Mediterranean station. London, 1849.. 

14. The same. (In continuation of Parliamentary paper No. 436, of sess. 1849.) 

Part II. Bast India station. London, 1853.] 

15. The same. (In continuation of Parliamentary paper No. 565, of sess. 1853). 

Part III. North Coast of Spain station, Cape station, West Coast of Afri- 
ca station, packet service, home station, ships employed variously. 
London, 1054.' 

16. Baltic and Black Sea fleets. A copy of the medical and statistical 

returns of the Baltic and Black Sea fleets, during the years 1854 and 
1855. 1 London, 1857.) 

17. Navy (health). Statistical reports of the health of the navy. By the 

director-general, to the lords commissioners of the admiralty. For the 
years 1856-85. London, 1857-87. 

18. Great Britain. Navy. Royal Naval College, Greenwich, 

Annual report of the president to the secretary of the admiralty, for the 
year 1875-6. London, 1876.1 

19. Blane, Sir G. 

Statements of the comparative health of the British navy, from the year 

1799 to the year 1814, with proposals for its farther improvement. fj 
Med.-Chir. Tr., 2. ad., Lond., 1819, VI, 490-573, 3pl. Also, Reprint. ^-^ 
Also, in his: Select dissertations, Lond., 1822, 1-64. 

20. Bulletin of the health of her majesty f s fleet In the Buxine during the quarter 

ending June 31-the first quarter of the war. Med. Times & Gaz., Lond., 
1854, IX, 156. 

21. Fisher, A. 

Remarks on the physical examination of men and boys for the navy, and 
recruits for the royal marines, in the London district, during the 
year 1876. Statist. Rep. Health Navy, Lond., 1876, App., 171-183. 

22. Gillespie, L. 

Copy of a letter to Vice- Admiral Lord Kelson from... physician to the fleet, 
dated Aug. 14, 1805, Victory at Sea. [Report of the number of men on 
sick list, diseased, and sent to general hospitals.} Med. & Phys. J., 
Lond., 1805, XIV, 413-416. 

23. Rattray, A. 

Influence du regime, du cllmat et des longs voyages sur la sante' et lee 
maladies des marines. De&uite des variations de leurs poids d'apres 
les experiences Institutes de 1864 a 1866 sur le navlre H.M.S. SALAMANDER. 
Analyse et traduction par Ad. Nicolas. Arch, de med. nav., Par,, 1869, 
XII, 321-331. 

24. Shoveller, W. 

Remarks at the end of the journal for the SY3ILLE, between Oct. 28, 1818, 
and June 22, 1819. Lond. M« Reposit., 1820, XIV, 10-15. 
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Baston f s case vindicated, or a brief account of some evil practices of the 
present commissioners for sick and wounded, etc. As they were proved: (_y 
1. 3efore the Admiralty. 2. Before the council; and 3. Before the commis- 
sioners for stating the publlck accounts. London, 1695. 
26. Great Britain. Navy Medical Department. 

Statistical reports of the health of the navy. By the director general to 
the lords commissioners of the Admiralty, tor the years 1866-1903. 
London, 1887-1904. 
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ment of the royal navy. Lancet, Lond., 1902, I, 1203-1206. 

SI* Royal navy medical service; new regulations for the entry of candidates for 
commissions. [Edit*j Brit. M.J., Lond., 1902, I, 993. 

32. Surgical (The) outfit of the ships of the royal navy. Ibid., 1898, II, 1722. 
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33. Bassett-Smith, Sir K 
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service. Fub. Health, Lond., 1921-22, XXXV, 171-175. 

34. The Royal Kaval Medical service. 3t. Berth. Hosp. J., Lond., 1921-22. 

XXIX, 13-15. 

35. Dickenson, G.O.M. 
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M. Serv. Lond., 1923, IX, 241-256. 
36* Gittlngs, F.C.3. 
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326-328. 

37. Hill, R* 

Medicine and the sea affair; the service afloat. Brit. M.J., Lend., 
1917, I, 539-542. 

38. Hughes, Mildred L. 
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39. Parnell, R.J.G. 
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44. ~- The same. London, 1850. 

45. Great Britain- Navy. 

Naval Medical supplemental Fund Society. Return to an address of the 
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46. Great Britain. Navy Medical Department. 

Regulations and instructions for the medical officers of his majesty's 
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47. Great Britain* Navy Medical Department* 

[Blank forms used In the medical department of the navy .7 v.s. London, 
1866-8f«j 

48. — — Blank forms used in Hospital service and service afloat, v.s. London, 

1866-87. 

49. — . Medical and surgical handbook for the guidance of officers In coamand of 
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52. — — Royal Marine Infirmary* Regulations for nurses. Ho. 81. (Rev. Oct., 
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53* Great Britain* Parliament. House of Commons* 
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54* Disabilities of the naval medical service. CEdit.j Brit. &.J., Lond., 1880, 
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60* Naval surgeons. Ibid*, 1838, II, 189* 
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1852, IM, 39. 
62* Peel, C.L. 

The naval medical service* Lancet, Lond., 1881, I, 698-600. 
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VI 813 1 tab. 
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1 tab. 
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for the ten years ending in December, 1880. Ibid., 1880-81, XXVI, 
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Naval and military medical services; relative rank. Brit. M.J.. Lond. 
1887, I, 851. 1 1 
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1. Chile 

Memorla que el minis tro de estado en el departamento de marina present a 
al Congreso naclonal de 1870. Santiago, 1870. 
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2. Mecleclna de la marine chlllenne. Arch de med. nav., Par.. 1894. LXII. 

466-471. 1 
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3. Klosser, G.H. 
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6. Snethlage, K.A.I* 
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1. iude 

Extra! ts du rapport d 1 ensemble sur le service medical de l'eseadre 
d' evolutions. (Du ler aout 1883 eu ler aout 1384) Paris, 1886. 
Repr. from : Arch, de med. nav., Par., 1886, XLV. 

2. Rapports medlcaua et statlstiques de la marine francaise. Ann. d'hyf?.. Par.. 

1869, XI, 218-228. 

3. Aude, P* 

Coda des officiers du corps de sante de la marine. Paris, 1877. 

4. Coup d'oeil sur 1* organisation du service de sante de la marine, f Mdaoire 

dl scute at adopt e 7 par la majorite' des chlrurgiens de la narlne presens 
au port de Brest. Slgne: Eug. Fatou, Segot, Eerdelo, etc.j L 3rest, nd. 
5«. Prance. Department de la marine. 

Crdonn^nce du rol. Composition du corps des officiers de la marine. 
Paris, 1835. 

6.. — — Manuel de l'inflraier sarin, pu instructlom sur le service des Infirmiers 
marltlnes aupres des malades, dans les hofcltaux des ports, a bord des 
navlres de la flotte et dans les postes de la chlrurgle. Paris, 1857. 

7* . — Programmes des questions auxquelles les candidate ont a repondre dans les 
concours pour les differents grades et emplols du corps de sante' de la 
marine. (Publics par ordre du mlnistre de la marine et des colonies.) 
Paris, 1875. 

6. Halasplne, a. 

Le corps de sante de la marine; ses besoins; ses rev endicat ions; assimilation 
ponderatlon das grades. Paris, 1879. 
9m Pezzoni, A. 

On aot sur le rapport de la commission creee en 1849 par le Conseil general 
de sante maritime slegeant a Genes, par Angelo Bo, Rapporteur de la 
commission. iaoyroe, 1850. 
10* Projet da raformes dans le service de sante de la marine. Toulon, 1882. 

11. Authenac, E. 

Las metieclns de la marine. Concours med., Par., 1881, III, 17019. 

12. Barnier 

Le contreprojet da M. Georges Roche et le corps de sante de la marine. 
Gaz. mcKi.-chir. de Toulouse, 1887, XIX, 129; 137; 149. 

13. Caradee, T. Pils. ^ 

Le corps de sante de la marine au XVIIe et XVIIIe slecles. Rev. sclent., 
Par., 1876, X, 180-186. 

14. de Chasseloup-Laubat, P. 

Reorganisation du service de sante'' de la flotte. Rapport a l'enpereur. 
Rev. sclent, d. m&i. d. armees, Par., 1870, VIII, 59-65. 

15. Corps de sante de la marine; rapport au president de la Republlque francaise. 

Gaz. d. h<*p., Par., 1875, XLVIII, 609-611. 

16. Secret Introduisant des raformes dans l' organisation du corps de sante' de 

l'armee da aer. Arch. gen. de med., Par., 1865, II, 369-371. 

17. D^cret du 24 Juin 1886 portant organisation du service de sante" do la marine; 

reglemeat ministe1»Iel annexe. Arch, de mea. nav., Par., 1S86, XLYT, 
161-209. 

18. Didiot, P. A. y 

Service de sante de la marine en Prance. -iev. sclent, de. med, de 
armees, Par., 1865, VII, 305-319. 
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19. Id tour, A. 

Reorganisation du service de santa de la narine. Union med.. Par.. 

1865, XXVII, 401-408. * * 

20. Layet 

Le corps de sante de la marine. Gaz. hebd. d. sc. med. de Bordeaux, 
1880-81, I, 415; 443; 603, ltab. 

21. Lefevre, JU 

Histoire du service de sante de la marine et des ecoles de medeclne 
navale etudlee plus partieullerement au port de liochefort. Arch, de 
Bed. nav., Par., 1864, I, 100; 417: II, ?.29i 1865, III, 62; 256; 627: 

1866, V, 119; 300; 600, Ipl. Also Preprint. 

22. Lereboullet , I*. 

I* nouvelle organisation du service de sante de la marine. Gaz. hebd. 
de med., Par., 1886, XXIII, 437-439. 

23. Montaignac 

Rapport au president de la Republique francalse, suivi d'un decret portant 
modification dans l' organisation du corps de sante de la marine. 
Arch, de aed. nav., Par., 1875, XXIV, 326-379. 

24. Ollivier 

l«e medecln de la marine dans les voyages de decouvertes autour du monde. 
Ibid., 1864, II, 489-628. 

25. Rapport au president de la Republique par le minlstre de la marine et decret 

relatifs a dcs modifications dans le service des h8pitaux de la marine. 
Rev. sclent, d. mea. d. armees., Par., 1882, X, 2112-2115. 

26. Rapport au president de la Republique francalse. L Un projst de decret portant 

reorganisation du service de sante' de la marine. Medarl. mil. geneesk. 
Arch., etc., Utrecht, 1886, X, 800-810. 

27. Reglement «lnlsteriel concernant le mode d T admission, d x enseignement et de 

coucours dans le corps de sante' de la marine. ^rcn. de med. nav., 
Par., 1866, V, 421-448. Also f Abstr.? : Gaz. hebd. de med., Par., 1866, 
■ III, 317-319. 

28. Reorganisation du service de sante' de la marine. Gaz. d. H&p., Par., 1885, 

LVIII, 297: LIX, 597-600. 

29. Reorganisation du corps de sante de la marine francalse. Rev. sclent, d. 

meVi, d. armees, Par., 1887, X, 481-486. 

30. Rey, H. 

Du service medical des compagnles de delaarquement. Arch, de med. nav., 
Par., 1868, IX, 124; 195. 
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31. IXiplouy, If 

Guide admlnistratif du meoecin de la marine, ses droits et ses devoirs. 
Paris, 1895. 

32. Prance. Depart emer.t de la marine. 

Reglement interieur de l'ficole du service de sante' de la marine a Bordeaux. 
Paris, 1890. 

33. Malespine, A. 

La medeclne navale et le doctorat. Paris, 1863. 

34. Me&eclns (I*os) de la marine. Paris <* Rochefort, 1863. 

35. Gaffe & Parehappe . 

CDecret portant reorganisation du service medical de la marine.) J. d. 
conn. med. prat., Par., 1665, JGOCXI, 337-339. 

36 Gatcwood, ••Mi - 

Naval hospitals of France. Rep. Chief Bureau M. & S., ...Navy, W&sh., / j 
1692-3, 175-^80. 

37. Inauguration de l f Ecole prlncipale du service de sante' de la rjarine. Gaz. 
hebd. d. sc. med. de Bordeaux, 1890, XI, 480-485. 



-9- 

38. Instruction pour servir de ©llde aux medeclns de la marine dans 1 'appreciation 

des lnttnnlte's, maladies ou vices de conformation qui rendent impropre au 
service de la flotte (du 8 avrll 1891). Arch, de m&U nav.. Par.. 
1891, LVI, 296; 389; 408. * 

39. Jan 

division navale de Terre-Neuve pendant l'annee 16P0. Ibid., 124-153. 

40. de Lavarenne, K. 

I*es reYormes du service de sante' de la marine. Presse add*. Par., 1904, 
I, annexes, 25. 

41. Legrand, M.-A. 

Statlstique mecllcale de la marine. Gaducde, Par.. 1904, IV, 82; 94. 

42. Loi, de'cre^s et raglements concernant 1' institution de l'Kcole principale et 

des Bcoles annexes du service de sante' de la marine. Arch, de me*d. nav., 
Par., 1890, LIV, 321; 401. 

43. Noel. 

L'effectlf des medeclns de la marine. Bull. med., Par., 1901, XV, 19. 

44. Nouvelle instruction technique pour la statlstique meciicale de la marine (Bulle- 

tin officiel de la marine.) Arch, de me'd. nav., For,, 1901, LXXV, 62-68. 

45. Pensions et gratifications de re'fonae; certificats ac&icaux. Ibid., 1801, LV, 

328-375. 

46. X 

Statlstique meciicale de la marine francaise (1899). Caducee, Par., 1901, 
I, 30;42. 
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Rapport medical d' inspection geWrale du croiseur culrasse AlilRAL AUBK. 
Arch, de neci. nev., Par., 1911, XCV, 428-456. 

48. Hamet 

X^e'cole de chirurgle de la Marine a Brest (1740-1798) . Arch, de iae^l. 
et pharm. nav., Par., 1984, CXIV, 165-199. 

49. Rochard 

Lss cadres des officiers du Corps de sante' de la marine. Bull. oeti. , 
Par., 1919, XXXIII, 224. 
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1* Germany, Kaiserlieh deutsche Marine. 

Statlstische ^anitatsberichte Uber die.. .fur die Jahren 1874-5, 1675-6; 
1879-80 bis 1881-2; 1883-4 u. 1884-5. Zusammengestellt vom Generalarzt 
der Marine. Berlin, 1875-86. 
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2. Germany. Kaiserlich deutsche Marine. 

Vorschrlft \2ber Ausblldung der Marinekrankenwixrter. Berlin, 1898. 
Repr. from! Qrganisatorlsche Bestimaungen fur das Personal des Soldatens- 
tandes der kaiserlichen Marine, 1898. 

3. -— Statlstische Sanitettsberichte uber die.. .von den Jahren 1887-8 bis 1901-2. 

Bearbeitet Yon der Medizinal-abthellung des Keichs-Harlne-^nts. Berlin, 
1889-1904. 

4. Ehrmann 

Ext rait du reglement sur le service de sante de la marine allemande pendant 
le combat a bord et a terre. LTransl.i Arch, de med. nav., Par., 1894, 
LXII, 188-211. 
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5* Gros, U« 

Le projet de loi concemant la marine allemande et 1* augment at ion du 
nombre des medecins. Ibid., 1898, LXX, 310, 
6. — - Le projet d 1 augmentation de la flotte allemande et le corps de sante'de 

_ la marine. Ibid., 1902, LXXVII, 227-250. 
7* Medecina de la marine allemande. Ibid., 1894, LXI, 70*75. 
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8. Germany. Kaiserllch aeutsche iiarine. 

Instruction f£ir Marine- Aerzte zur Untersuchung und Beurtheilung der 
Dienstbrauchbarkeit Oder Unbrauchbarkeit der in die kfinlgliche Marine 
•inzustellenden, resp. der in derselben dienenden Mannschaften, so 
vie zur Beurtheilung der Invalldltat in Dienst beflndlicher Oder 
entlassener versorgungsberechtiger Mannschaften der Marine von 5. 
November 1860. Berlin, 1861. 

9m — — Dienstanweisung far Marlnearzte zur 3eurtheilung der DienEtfahigkelt und 
zur Austellung von Attest en. Vom 10, April 1884. 3erlin, 1S84. 

10. Jahn, B. 

Vollstandiges Verzelchnlss der actlven Sanitats-Offlziere des deutschen 
Kelchs-Heeres und der kalserlichen Marine, mit genauer Angabe der 
Beforderungen In die elnzelnen Hangs tuf en. 1. Jahrg. Burg, IS 82. 

11. Holbeek 

Sanltarnaya chast Germanskago flota. LSanitary department of the German 
navy.l Med. prlbav. k morsk. sbornlku, St. Petersb., 1876, 160-201. 

12. Steinberg 

Ueber den Stat der iiarinearzte. Preuss. ail.-arztl. ~tg., Serl., 1860, 
I, 189; 206. 

13. Stellung, (Die) der preussischen Marlnearzte. Deutsche Klinlk, 2erl., 1860, 

XII, 93; 105; 113; 131. 

14. Uebersicht der in 2. Semester 1872 bei der Marine am Lande und an Bord der 

Schlffe vorgekommenen Krankheits-, Unbrauchbarkelt-, Invalidlta*ts- und 
Xodesfalle. Monatsbl. f . med. statist, u. Off. Gsndhtspflg. , berl., 
1873, 30; 89. 
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1. Italy. Navy Medical Department. 

Eelazione sulle condizione sanitarie del corpl della regla marina durante 
gli anni 1873-82. Soma, ie77-83. 

2. Sormanl, 0. 

Relazlone sulle condizloni sanitarie del corpi della re^la marina durante 
il biennio 1877-78. Ann. dl statist., Roma, 1581, XXI, 9-13. 

- Index Catalog. 11X655 

3. Iglene e servlzio sanitario della r. marina Hater iale esposto all 1 esposlzione 

generale dl Torino, anno 1898. Genova, 1898. 

4. Italy. Kinlstero della marina. 

Corpo sanitario milltare marlttimo. xuadro organlco (r. decreto 16 
decembre 1878. N. 4669 , 2 gennalo 1881, e 26 glugno 1G34, 11. 2478. 
LRoma, 1883.^ 
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5. Italy, liinistero della marina. 

fiegio marina. Norme per i soccorsl sanltari lnmiedlatl da pres tarsi in 

assenza del medico. Redatte a curra dell 1 ufficlo centrale dl scnita 

milltare marittima. Firenze-Roma, 1887. 
$ # — — II corpo sanitario della regia marina ltaliana agll ufficlali medici 

degli eserclti e dalle armate, convenuti all r XIo congresso medico 

lntemazionale , Home, marzo-aprllo 1894. {\tioma, 1894.} 
7# — Corpo sanitario milltare marittimo e personale, farmaceutico. Situazlone 

al lo gonaio 1896; 1896; 1899-1902. Roma, 1896-1902. 
8. Italy* Kinistero della marina* Direzione del servizlo sanitario. 

Ufficlo statlstico. Statist lea sanitaria dell 1 armata per gli annl 1890-94. 

Roma, 1893-6* 
9* Petella, G* 

Uetiecins de la marine italienne. Arch, de mea. nav., Par., 1895, LXIII, 
377-582. 

10* Bho, F. 

Organlzzazlone del servizlo chirurgico Bulle navl da guerra durante il 
combattlmento* Per 11 XXV anno d. lnsegn. chir. dl P. Durante n* Univ. 
dl Home, Roma, 1698, II, 563-581* 
11* Sestinl, L. 

Ancors qualche parola sui vitto del marlnaio dell 1 armata ltaliana* Ann. 
di med. nav., Roma, 1897, III, 425-437. 

- Index Catalog. 2X1361 

12. Belli, C.5I. 

II vitto del marlnaio en confronto con le vedute odierne sull' igiene e 
flsiologle dell 1 alimentazione. Ann. dl ised. nav,, Roma, 1917, II, 
867-885* 
13* Corslni, a» 

II servizlo sanitario nelle marina tomcana. Ibid., I, 282; 438: II, 
652; 789. 
14* Giannone, A* 

L'occasione di servizio in rapporto alia legge sulle penslonl. Ibid*, 
1912, XVIII, 263-265. 
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Medical Department 

15. Decret d'organlsation du corps de sante'de la marine italienne. Rev. sclent, 
d* med* d. armees, Par., 1865, VII, 113-143. 

- Index Catalog. 11X655 



JAPANESE 

1* Japan. Mavy Medical Department. 

First special report upon the Improvement In the scale of diet In the 

imperial Japanese navy. For tfee 17th year of Meljl (1884). Jtokyo, 1885. < 
2 . Second special report upon the improvement in the scale of diet in the 

imperial Japanese navy. For the 18th year of ^eiji (188©). .Tokyo, 1886.. 

- Index Catalog. 11X655 

3 * JapaD f!aignn shorel sokuchu kalsel. ifievised regulations of the navy, August 1, 

19040 Tokyo, 1904. 
. j aD an* Navy Department. Bureau of Medical affairs. 

Annual reports of the health of the imperial navy for the years 1886-99; 

1901. Tokyo, 1887-1903. 
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5. Health (The) reports of the imperial Japanese navy for the years 1896 and 1897. 

S«i-1-Kwal H # J* Tokyo, 1899, XVIII, no. 12, 5-10: 1900, XIX, 9; 80; 164; 
1T7. 

6. Japan* Minister of Navy. 

Kaikun bukan lnyu J ore no kalsel. [ftules and rugulatlons governing appoint- 
ments and duties of the naval officers, including the medical corps .1 
Tokyo mad. Cchnschr., 1894, no. 823, 46-50. 

7. Japanese (The) navy during the Chlno-Japanese war. Lrit. U.J., Lend., 1898, 

, II, 992. 

8. Medeclne de la marine japonalse. Arch, de med. nav., Par., 1694, LXIII, 67-69. 

9. Medical organization of the imperial Japanese navy. Sei-i-Kwai H.J., Tokyo, 

1901, XX, 182-185. 

10. Port en gen, J. A. 

De gezondheidstoeatand bil de Japansche zeemacht gedurende de Jaaren 
1893-5. Uederl. mil. geneesk. *rch. etc., Leiden, 1897, XXI, 81; 
4331 1898, XXII, 287, 

11. — — De geneeskundige dienst bij de Japansche murine. Ibid., 1898, XXXI t 

589-592. 

12. Short (A) record of the transactions of the medical department of the imperial 

Japanese navy during the Chi no-Japan war. Sei-l-Kwai M.J., Tokyo, 1899, 
XVIII, no. 5, 1-10. 

13. Tessler 

Bavires-hopitaux Japonais. Caducee, Par., 1304, IV, 36-38. 
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KETHKKLAHDS 

1. Bouvln, U # J» 

Het onlangB gewijzieue keuringsreglement, hoofdzakelljk beschouwd in 
verband met de eischen voor het gezlchtsveraogen van het personeel bij 
de marine. Nederl. Tildschr. v. Geneesk., Amst., 1881, SVII, 881-886. 

2. Geneeskundls laarverslag nop ens den gezondheitstoestand bij de Son. Neder- 

lendsche Marine (1876-83). Nederl. mil. geneesk. Arch., etc., Utrecht, 
1878, II, 528: 1879, III, 517: 1880, IV, 607: 1881, V, 503: 1832, VI, 
4391 18S3, VII, 431: 1884, VIII, 555: 1885, IX, 387. 

3. Geneeskuudlge dienst bifc de marine. Geneesk. Ccurant, ?iel, 1880, XXXIV, 

no. 8. 

4. Fop, G.P. & Slot, H. 

Overzigt der ziekten en gebreken, onder behandellng gekosen bij de 
geneeskundige dienst der zeemagtlfor the years 1860-68 3. Geneesk. 
Illdsohr. v. de Zeeaagt, Gravenh., 1862-3, I, 309: 1864, II, 369: 
1865, HI, 337: 1866, IV, 306: 1867, V, 313: 186C, VI, 305: 1869, 
VII, 209: 1870, VIII, 335: 1871, IX, 291. 

5. UlttreXsel uit het algemeen rapport van den inspecteur van de geneeskundlge 

dienst der zeemagt aan den minister van marine, betreffende de genees- 
kundige dienst, over het Jaar 1854. Pruct. Tijdschr. v. de Geneesk. 
Gorinchem, 1056, II, 300-323. 

6. Undardanlgt betankande med foVslag angaende ordnande af flottans sanltets- 

vasende afglfvet af mllitara helsovardskomiteh den 18 December 1882. 
Tldskr. 1 mil. Helsov., Stockholm, 1883, VIII, 33-140. 



lied leal Department 
7. motherlands. Soninklijke Wederlandsche %rlne. 

Reglement voor het Hospltaal der marine te ^lllenisoord. 
1880. 

a __^. L Blank forms used by the medical department of the mvy.7 Cravenhage j, 

1880-86. 



1 s Gravenhage, 
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9. Netherlands* &anlnklljke Ned er lands che Marin*. 

VI de Hoofdstuk. Reglement op den geneeskundigan dlenst bij de zeemacht. 
Vastgesteld bij Zr« **s. besluit van 27 Jull 1884, No. 35. f s Gravonhage, 
1884.7 

10. — — Geneeskundlg Jaarverslag nopens den i;ezondheldstoe3tand t i w ti l l Wlli het 

Jaar 1884, medegedeold door J.D. -uchse. Utrecht, 18S6. 
11 • — — The same. ..het Jaar 1886 oedegedoeld door J C D. Cachse. Utrecht, 1887. 

12. Van 3tockum, H. 

Denkbeelden over de redenen van het tegen woordlg gebrek aan offlcleren 
van gezondheid bij's rijks zeedlenst on der mlddelsn die aangewend 
kunnen worden oin In dlen toestand verbetering te brengen. Nieuwedlep, 
1875. 

13. Kon. 

Nlederl. «Iarlne Zuslassung f render ^erzte als temporare ''illtar-Aerzte der 
2ten Clesse bei der kon. Ulederl. Marine. Tidskr. i ftll. Helsov. 
Stockholm, 1683, VIII, 159 

14. Pop, G.P. 

De geneeskunde bij het Nederlandsche zeewezen. Geneesk. Tijschr. v. de 
Zeeoagt, 'iravehh., 1867, V, If 103; 199: IMS, fl f l] 97; 207; 1869, VII, 
lj 86. 
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ju Jtedeclns de la marine norvdglenne. Arch de me^i. Par-, 1895, LXIV, 151. 
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PORTUGUESE 

1. Regulamento para o servlco de saude naval approvado por decreto de 26 de Janeiro 

de 1671. Lisboa, 1871. 

2. Alves d'Gliveira, A. 

V&lor das pracas da armada segundo a sua provenlencia; rocrutados, volun- 
taries e alumnoe marlnhelros. **ed. con temp., Lisb., 1904, VI, 263-265. 

3. Mefteclne de la marine portugalse. Arch de me^i nav., Par., 1894, LXIII, 

467-469. 

4. d f 0llvelra, M.R. 

Servlco de saude naval ;pi*imltlva organlsacao do aervico de siuide naval 
em 1756, variantes ate ao seu estado actual; coco poderla ser reor- 
ganlsado este service ^ed. conteap., Lisb., 1905, VII, 211; 221; 
228; 237; 252. 

- Index Catalog. 2X1361 



lied leal Department 
1. Portugal 

Service sanitarlo a bordo dos navlos do estado, extrahido do regulamento 
de caude naval decretado em 17 de zaalo de 1857, e outros documentor 
posteriores relet ivos ao mesmo servlco. Lisboa, 1845. 

2 HuadroB estatlsticos do hospital da aarinha e outros docur.entos para a 

estatl&tlca das doencas e racrtalidade na armada referldos ao annos 1867-76. 
Lisboa, 1868-78. 

3- Decreto acerca dos aspirantes a facultatlvos da Brmda e do ultramar 

proculgado em 23 de dezembro de 1669. Lisboa, 1869. 

4 mmmm Regulamento do servlco de saude naval. 'Including blank forcs, Nos.l-46.j 
Lisboa, 1886. 
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6. ^lnisterlo de la gov e mac ion. Real decreto organlzando la sanldad maritima. 
Correo sad. eastellano, Salamanca, 1886, III, 519; 537. 

- Index Catalog, 11X656 

ROUMANIAN 

1. Istoricul si desvoltares serviciilor sanitare ale roarilor annate europene. 

Rev. san. all., Bucurescl, 1897-8, I, 214; 350; 422: 1896-9, II, 525. 

- Index Cataloe. 2X1361 

RUSSIAN 
1* Russia 

Hedisinskiya pribavlenlyo k morskomu sborn.lku. [liedical supplements to the 
"Russian Naval Archives", published under the supervision of the chief 
medical Inspector of the navy 3 v. 1-24, 1861-86. 16 v. St. Peters- 
burg, 1861-86. Russian text. Current. 

£* - Otchete o sostojanli zdorovja na flotle g. Plota Generals Tshtabo Doktora. 

[Reports of the state of health of the navy, for the years 1663-83 ^ 
I4r» St. Petersburg, 1864-86. 

3. Guaiieff 

0 phisichaskom Izslledovanll rekrutov v 1869 i 1870 g.v. Kronstadte". 
{Examination of recruits for navy.j (lb. for 1670.) Med. pribav. k. 
morsk sbornlku, St. Petersb., 1671, XII, 175; 187. 

4. &ova leva- Runskl . 

Dtehet o vlbore rekrutov v gvardelskil ekipaje. ^Examination of recruits 
for navy .1 Ibid., 122-160. 

5. Levandovskl, G. 

0 normal non sostavle pltehi, ve prinlenenii ke bltu nlj niche tchinove 
morskago vledomstva, 1 obe lstochnlkache mitchechnoi slli. ^Quality of 
rations in Russian navy.: Ibid., 1870, IX, 372-444. 

6. Loublnskl, A. 

Kezultati izclledovanija zrienlja 1 phyzycheskugo sostojanija u 957 
chelovieke nijnich chlnove. fKxaiainaticn of naval recruits.j Protok. 
zasald. Obsh. Morsk. vrach. v. Kronstadt, 1880, XVII, 71-79. 

7. Marine (la) russe. Rev. sclent., Par., 1876, XI, 337-348. 

8. Mlchell, J. 

Report of the medical director-general of the Russian navy, for ten 
months In the year 1857, viz, Jamary 1 to October 31, 1857. Had. 
Tines & Qaz., Lend., 1858, XVII, 495-497. 

9. Report of the medical director-general of the Russian navy, for the period 

betwaen Nov. 1, 1857, and Oct. 31, 1858. Ibid., 1859, XIX, 400; 427. 
10. Rosenberger 

Jahresberichto der Medicinal Verwaltung des k. russlschen iiarine-^iuis- 
teriums fur die Jahre 1860-62. Monatsbl. f. mod. Statist* u. off 4 , 
Gsndhtspflg., Berl., 1661, 60-71f 1863, 1; 12: 1865, 1] 17; 25; 33. 
11« Senltarnoe costoyanie russkago flota. iSanitary condition of the Russian navy,; 

Vrach. Vaidom., St. Petersb., 1876, I, no. 34, 1; no. 35. 
12. Schulz, H. 

Berlcht tlber den Oeeundheltszustand des Commandos derjenl^en russlschen 
Schiffe, welche in den Jahr :m 1862 und 1663 in mmlsnUfmhfl iieeran 
segelten. Uenatsbl. f. med. -tatist. u. b'ff. 3sndht3pfl&., Berl., 
1865, 43; 46; 63. 
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13. Russia 1 ' 

'Blank forms used In the medical department of the Russian navy J 
St. Petersburg, 1873-8. 

14. Russia. Ministry of the Navy. Medical Department. 

Otchot i o sostayanll 20torovya na flotle 2a 1863-87 godl. i ReportB on 
the conditions of the health In the navy for 1863-87. ; Sanktpeterbur*. 
| 1864-90. & ' 

15. — - 0 fizieheskom Izlledovanll molodlkh matrosov , prolzvedyonnom v Kron- 

ahtadtskom morskom hospitalle v 1867 1 1868 godakh. v 0n the physical 
examinations of young sailors, made at Cronstadt Naval Hospital during 
the years 1867 and 1868.1 Sanktpeterburg, 1870. 

16. Corruption In the medical department of the Russian navy. Med. News. Phlla.. 

1882, XL, 704. 

- Index Catalog. 2X1361 

SPANISH 

1. Spain* Mlnlsterlo de marina. 

Escalafdn de practlcantes de la armada. 1882-4; 1893; 1895; 1896. 
iSan Fernando, 1882-96*; 

2. Reglamento general de hospi tales de marina aprobado por real orden de 14 

de Junio de 1890 para que rlja provisionalmente en estos estableclmlentos. 
Madrid, 1890. 

3. Hcfteclns de la marine espagnole. Arch, de med. nav., ^ar., 1894, LHII, 

148-153. 

4. Portengen, J. A. 

Mededeellngen betreffende het personeel van de geneesk. dlenst bij de 
Spaansche marine. Nederl. mil. geneesk* Arch. ..etc., Leiden, 1898, 
XXII, 284-290. 

6. Reglamento organ ico provisional de la sanidad maritime para los servicios de 
las dependencies. Corresp. med., Madrid, 1887, XXII, 186; 198; 206; 
214; 231; 238; 247; 255; 264; 270; 280; 293; 302; 311; 319; 326; 334; 
350. Also: Slglo med., Madrid, 1887, XXXIV, 441; 478; 506; 526; 542; 
574; 589; 622; 652; 666; 746. Also Abstr* Rev. med.-farm., Castellon, 
1887-8, IX, 116; 129; 205; 222. 
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Medical Department 

6. Spain. Mlnlsterlo de la gobernaclon 

Dlreccion general de beneficencia y sanidad. Dlsposl clones reglamentarias 
sobre sanidad maritima dlctadas desde el 14 de Junio de 1879 al 21 de 
mayo de 1880. Colleccion oflclal publicada por la dlreccion del ramo. 
Madrid, 1880. 

7. Navy Medical Department. 

Escalafon general de los sres, Jefes y oflclales del Cuerpo de sanidad 
de la armada. 1882-84. San Fernando, 1882-4. 

8 # Escalafon de practlcantes de la armada. 1882-84. San Fernando, 18 82-4. : 

9 # Reglamento del cuerpo de sanidad de la armada. Madrid, 1885. 

10 # Reglamento del cuerpo de practlcantes de la armada. f Madrid, 1886.' 

11. De Vega, L. 

Pharmacopea de la armada o' real catalogo de medicamentos pertenecientes 
a las enfermedades med leas, trabajado para el uso de los medicos, y 
clrujanos de la real armada que sirven a nuestro muy poderoso rey de 
Esparia en este real hospital, y en los nav los, asl de guerra come 
naar chant 68. Cadiz, 1769. Latin and Spanish text. 
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12. Cabello, B. 

Memoria acerca del movlmiento sanltarlo de la division naval de ^lgeclras 
en el blenlo de 1879 a 81, procedida de unos ligepos apuntes para la 
topografia medlca de la local ldad. Confer, cient. d. Cuerpo de sanid. 
de la Armada, San Fernando, 1882-6, I, 349-370. 

13. Cabello, V. 

Estado sanltario de los hospitales y enfermerias de nuestra armada, durante 
el quinquenlo de 1877 a 1882. Bol. de med nav., San Fernando, 1882, 
V, 80; 112; 134; 190: 1883, VI, 158. 

14. De la mortalite dans les hopltaux de la marine espagnole. Cong, internat. 

d'hyg. et de demog. Compt. rend. 1882, Geneve, 1883, II, 162-171. 

15. de Erostarbe, J. 

De las enfermedades observadas en los indlvlduos de marina asistldos en 
los hospital es de San Francisco y San Carlos de la Habana, desde el 15 
agosto de 1856 al 15 diclembre del mlsmo ano. Siglo aed., Madrid, 
1856, III, 257; 267; 275; 291; 306; 316: 1857, IV, 211; 221; 243. 

16. Sanidad de la armada. Ibid., 1861, VIII, 391; 436. 

17. Espagne. 

Decret royal reorganisant le corps de sante de la flotte. Rev. sclent, 
d. me'd. d. armees, Par., 1865, VII, 215. 

18. Reales ordones concernientes a sanidad de la armada expedldas por el mlnisterlo 

de marina, durante el mes de abril de 1882. Bol. de med. nav., San 
Fernando, 1882, V, 142. 
19* Reformas necesarias para el me J or servlcio sanltarlo de la armada. Ibid., 
5; 33. 

20. Reglamento al cual nan de sujetarse los ejerciclos de oposicion publica para 

el ingreso en el cuerpo de sanidad de la armada. Corresp. med., Madrid, 
1886, XXI, 66-71. 

21. Reglamento organic© provisional de la sanidad maritime para los servicios de las 

dependencies. Jurado med.- farm., Madrid, 1887, VIII, 200; 207 ; 214; 221; 
231; 238; 245; 253; 261; 269; 277. Also: Dlarlo med. -Farm., Madrid, 
1887, IV, nos. 1013-1030. 

22. Sanidad de la armada. Siglo med., Madrid, 1865, XII, 744; 762; 803; 818. 

23. X.X. 

Sanidad de la armada. Ibid., 1877, XXIV, 664. 
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1. Sweden 

Kong}. Sundhets-Collegil kungorelse, I anledning af Kongl. Maj:ts nadiga 
beslut, rorande extra lakares vid flottau dagtraktamente under resor 
och tjenstgoring; utfardad i Stockholm den 22 October 1855. [ Royal 
Sanitary College's notification of the King's resolution concerning 
extra allowances to navy surgeons during travels and service.; 
Stockholm, 1855. 

2. Klefberg, A,F. 

0m sjukvardslokaler a flottans fartyg. On the locality of sick bays on 
vessels of the navy. Tidskr. 1 mil. HeLsov., Stockholm, 1894, LXX, 
226-234. 

3. Me&ecins de la marine sue'doise. Arch, de med. nav., Par., 1895, LXIV, 152. 

4. Rudberg, K. 

Forslag till omorganisation af k. flottans lakarestat. [.Proposition for 
the reorganization of the medical corps of the navy. ; Hygiea. 
Festband etc., Stockholm, 1889, no. 18, 1-11. Also: Hygiea, Stockholm, 
1900, LXII, 420-441. 
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f TURKISH 

1* Medecins de la marine ottomane. Arch de med. nav., ?ar., 1895, LXIV, 152-156. 

- Index Catalog. 2X1361 

UNITED STATES 

1. Bart ley k Southard 

Argument before the Secretary of the Navy on the question of inserting 
the "title and grade" of staff officers of the Navy in their commsislons. 
-n.p., n*<U£ 

2. Barton, C.C. 

Manifest of the charges preferred to the Navy Department and subsequently 
to Congress, against J.D. Elliott, a captain in the Navy of the United 
States, for unlawful conduct while commodore of the late Mediterranean 
squadron, Cetc«j . n.p», 1839. 

3. Boynton, C.B. 

The history of the Navy during the rebellion. 2v. New York, 1867-8. 

4. Hamersly, L.R. 

The records of living officers of the U.S. Navy and Marine Corps; with a 
history of naval operations during the rebellion of 1861-6, and a list 
of the ships and officers participating in the great battles. Philadel- 
phia, 1870. 

5. Hamersly, T.H.3. 

Complete general Navy register of the United States of America, from 
1776 to 1887. Arranged in alphabetical order. Containing the names of 
all officers of the Navy, volunteer and regular, who have entered the service 
from the time of the revolutionary war to the present time (1776-1887), 
containing the official record of each officer as on file at the Navy 
Department, showing the dates of their original entry, of their progres- 
sive rank, and in what manner they left the service if not now in it. 
Compiled from the official records. Hew York, 1888. 
6* Jenkins, T.A. 

Paper read before the Naval Committee of the House of Representatives 
January 21, 1868, in reply to Rear Admiral Goldsborough' s claim to be con- 
tinued on the active list of the Havy. Washington, n.d. 

7. Mechlin, A.H. & Hinder, C.H. 

A general register of the Navy and Marine Corps of the United States, 
alphabetically arranged, containing the names of all officers of the Navy 
and Marine Corps, military and civil, commissioned and warrant, who have 
altered the service since the establishment of the Navy Department in 
1798, [etc.! Compiled from the official records of the Navy Department, 
by authority of the Secretary of the Navy. Washington, 1848. 

8. Memorial (A) by certain line officers of the Navy, intended to reopen a dispute 

which was settled by Congress in 1871, after full discussion and delibera- 
tion* 81th notes, comments, and an appendix. [ n.p., 1879. 
9* Stevens, a. P. 

Rank in the Navy. Speech delivered in the House of Representatives 
January 23, 1871. Washington, 1871. 
10. luroer, T.J.j 

Relative nutaber of cubic feet of space allotted to officers and men on 
berthdecks of the U.S.S. ST7ATARA, U.S.S. RICHMOND, and U.S.S. MIANTID- 
NOMOH, which represent the different classes of vessels in the Navy, 
broadside. n.p., 1876., 
IX. United States. Congress. 

A bill to reorganize and render more efficient the administration of the 
Navy Department. I Washington, 1876. 

a bill to reduce, reorganize, and render more efficient the Navy of the 

United States. r Washington, 1876,; 
13# A bill defining sea-service. IHashington, 1884. 
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14. United States. Congress 

A bill to equalize the rank and pay of certain staff officers of the Navy. 
■ Washington, 1884.: 

15. — — A bill to fix the positions of the assistant astronomers at the Naval 

Observatory* L Washington, 1884.^ 

16. - — A bill to prevent the retroactive operation of the portion of the naval 

appropriation a ct of August 5, 1882, limiting the number of graduates 
of the Naval Academy to be retained in the service. Printed on page 
285 of volume 22 of the United States Statutes at Large. [Washington, 
1884.: 

17. - — Amendment Intended to be proposed by Mr. Groome to the bill (S. 341) to 

regulate the rank of engineer officers in the United States Navy. 
Llashlngton, 1884.1 

18. - — Amendment intended to be proposed by Mr. Miller to the bill (S. 697) to 

promote the efficiency of the Navy. Llashington, 1884 , 

19. — — Amendment Intended to be proposed by Mr. Sewell to the bill (S. 698) to 

authorize the construction of additional steel vessels for the Navy. 
[Washington, 1884.2 

20. — - An act making appropriations for the naval service for the fiscal year ending 

June 30, 1685, and for other purposes. .Washington, 1884.] 

21. — — Report from the committee on naval affairs, to which was referred the bill 

(S. 1039) for the relief of the survivors of the exploring steamer 
JKAKNETTS and the widows and children of those who perished In the 
retreat from the wreck of that vessel In the Arctic seas. Washing- 
ton, 13e4.7 

22. — Report from the Committee on Naval Affairs to whom was referred the bill 

(S. 698) to authorize the construction of additional steel vessels for 
the Navy. I .Washington, 18844 

23. A bill relating to the bureaus of the Navy Department. 49 Cong., 1. sess. 

S. 672. Dec. 18, 1885. Introd. by Mr. Prye. [Washington, ie66j 

24. A bill limiting a portion of an act entitled tt An act making appropria- 

tions for the naval service for the fiscal year ending June 30, 1883 
views of the minority No. 108, Fts. 1 f]« and for other purposes. 
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